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- - - - - - - 
MINISTRY OF STEEL AND MINES 
(Department of Iron and Steel) 

NOTIFICATIONS 

New Delhi, the 20th August 1905 
S . O . 2611 / ESS / COMM / IRON & STEEL / 15 ( 1 ) -27 ( 1 ) . - The following notifica 
tion issued by the Iron and Steel Controller is hereby published for general infor 
mation : 

" NOTIFICATION 
In exercise of the powers conferred by Sub -Clauses ( I ) of Clauses 15 and 27 
of the Iron and Steel (Control) Order , 1956 , and with the approval of the Central 
Government, I, Nagendra Bahadur, Iron and Steel Controller authorise 
( a ) the following amendment to the selling prices of Schedule III. Pig Iron 

published under Ministry of Steel and Mines, New Delhi, Notification 
No. S .O . 2290 dated the 17th July 1965 published in Part II — Section 
3 – Sub - section ( li ) of the Gazette of India Extraordinary dated the 

19th July 1965 ; 
(b ) the following amendment to the selling prices of Schedule IV , Prime 

Quality steel and sémis published under Ministry of Stec ) and Mines , 
New Delhi, NotiAcation No . S .O . 1105 / ESS / COMM / IRON & STEEL / 
65 dated the 1st April 1965 and published in Part II — Section 3 – Sub 
section ( ii ) of the Gazette of India Extra -ordinary dated the 1st April 
1965 as amended from time to tine; 
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( c ) the following amendrent to the selling prices of Schedule No. V , Part 

I - A , Fresh Unused Defectives published under Ministry of Steel and 
Mines, New Delhi Notification No . S . O . 731 - ESS / COMM / IRON & 
STEEL / 64 dated the 29th February 1964 published in Part II - Section 
3 – Sub - section ( 11) of the Gazette of India Extraordinary dated the 

1st March , 1964 as amended from time to time, and 
( a ) the following amendment to the selling price of Schedule No. V , Part 

III, Ingot Mould scrap in all forms and rejected bottom plates pub 
lished under Ministry of Steel and Mines , New Delhi, Notification No. 
S . O . 731- ESS / COMM / IRON & STEEL / 64 dated the 29th February 
1964 published in Part II - Section 3 - Sub - section . (ill ) of the Gazette 
of India Extraordinary dated the 1st March 1964 as amended from 

time to time : 
( 1) Delete Schedule III, Pig Iron . 


( D ) SCHEDULE NO, IV 

(I) Prime Quality Steel and Semis 
(Maximun base prices at all Rail Head Stations in India ) 


Suc.3(ii)] 


Sl. 


Miterial 


Col. III - Rupees per 


tonne 


No . 


Col. I - Rupees Per Tonne 
Forsales by the Main Producers 


Col. II – Rupees per tonne 
For sale by Controlled Stock 

holders 


For sale by all persons other than 
Main Producers Controlled stock 

holders 


Standard 


Commercial 


Off - gra 1: Standard Commercial 


Off - grade 


I Billets 71/75 / 80 mm - Base , 


520 


560 


575 


575 565 -Grade A 

- ST - 4 
545-Grade B 
- ST -32 


Off -grade Standard Comm . 

625 605 -Gr. A 

- ST - 14 
535 -Gr. B 

- ST - 32 
981 926 


640 620 -Grade A 

ST - 44 
600 -Grade B 
- ST - 32 


2 


Skelp thickness 3 15 mm 

2 : 00 mm 


to 


931 886 


996 941 
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942 897 


992 937 


3 Black Sheets — thickness 3 . 15 mm 

to 2 . 05 mm . 
Gulvanised Corrugated Sheets 

thickness o . 63 mm length 
1 . 8M / 3 . 05 M 


1200 1155 

827 -Grade A 


1250 1195 

867 -Gr. A 


1007 952 
1265 1210 

882 - Grade A 


5 Plates 10 mm and up . 


. 


782 


822 


837 


837 827 -Grade 4 

ST - 1 
792 -Grade B 

ST - 32 
896 851 


887 867-Gr. A 

ST - 44 
832 -GI, B 

ST - 32 
946 891 


902 882 -Grade A 

ST - 44 
847 -Grade B 

ST -32 
961 906 


6 Hot Rolled Strips or B . P . 

Sheets in Coils — Thickness 
3 . 15 mm to 2 : 00 mm . 


1061 1016 


1111 


1111 1056 


.. 


1126 1071 


7 Cold Rolled Strips in Coils 

Thickness 3 : 15 mm to 
200 mm . 


8 Cold Rolled Sheets - Thick 

ness 3 . 15 mm to 2 . 00 mm . 


IIOI 


1056 


115I 


1996 


1166 IIII 
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( II ) , Size Extras /Penalties for other sizes of Billets over and above the base 
prices of prime and defective billets as above. 

Extras par M / Tonne 
Som . m . 

Rs . 

40 . 00 
60 /63/65 mm . . . . . 

. 

Rs. 20 .00 


. 
. 


. 


. 


. 


. 


(17) . 

90 / 100 mm 
125 mm , 


. 
. 


. 
. 


. 
. 


. 
. 


. 
. 


. 
. 


. Penalties per M / Ton 
. Rs . 

IO . 00 
20 . 00 


Rs. 


(E ) SCHEDULE No . V 
(1) Part I -- A . (Fresh Unused Defeciides ). 


Description or Classification of 
Materials 


Maximum base prices per tonne at all railhead ! 

stations in India in Rụpçes per tonne, 
Col. I 

Col. II Col. III 
For sales by For sales by For sales by 
Controlled scrap Mer- all persong 

sources chants who other than 
other than have been 

those 
those declared mentioned in 
mentioned Controlled Col. I & II. 
lo Col. II. sources 


520 


560 


575 


876 


916 


931 


887 


927 


942 


1145 


1185 


1200 


I . Billet Defective or rejected 71 /75 /80 mm 

base . . . . . . 
2 . Skolp - Defective or rejected 3 . 15 mm 
to 2 : 00 mm - - base 

. 
3 . Black Sheets - Defective or rejected and 

cut down over 610 mm width and not 
below I . 22 Min length - 3 . 15 ram to 

to 2 . 00 mm base . . . . 
4 . Galvanised Corrugated Sheets - defec 

tives or rejected and spotted - Full size 

0 .63 mm guage base 
5 . Plates - Defective or rejected io mm and 

up thick - 750 mm and above in width , 

1500 mm and above in length - base 
6 . Hot Rolled Strips or B .P . Sheets in coils 

defoctive or rejected 3 : 15 mm to 2 :00 

mm - base . 
7 . Cold Rolled Strips in coils - - defective or 

rejected _ 3 . 15 mm to 2 . 00 mm - base 
8 . Cold Rolled Sheets -- Defective or rejected 

and cut down over 610 mm width and 
not below 1 . 22 M in length , 3 15 mm 
to 2 . 00 mm . . . . . . 


782 


822 


837 


841 


881 


896 


ICOS 


1045 


1060 


1045 


1085 


I100 


(II). Şizo Extras /Penalties for other sizce of Billots over and above the base prices of 
prime and defective billets as above , 


(1 ) 


Extras per Tonno 

40 : 00 
20 . 00 


50 mm 


50/63/65 mm : 


: : : : : : : : Rs. 


. 


(it ) . . 

90 / 100 mm 
125 mm , 


. 
. 


. 
. 


. 
. 


. 
. 


. 
. 


. 
. 


. 
. 


Penalties per Tonne 
. Rs. 

10 . 00 
. Rs. 

20 : 00 


c . 3 ( 1) ] 
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(4 ) Delete Schedule V , Part III, Ingot Mould Scrap in all forms and 

rejected bottom plates. 
The general and special conditions of sale will remain the same as before . 

( Sd .) NAGENDRA BAHADUR, 
Iron and Steel Controller." 

(No. SC ( C ) - 2 ( 24 ) / 64 . ] 
8 .0 . 2012 / E88 . COMM / IRON & STEEL - 4 , 6 , 7, 15 , 18 , 19 , 20 and 27/ 1. -- The 
following notification issued by the Iron and Steel Controller is published for 
general information : 

" NOTIFICATION 
In exercise of the powers conferred upon me by Clauses 4 , 5 , 7, 15 , 18 , 19 , 20 
and 27 of the Iron and Steel (Control) Order, 1956 , I, Nagendra Bahadur, Iron 
and Steel Controller, with the approval of the Central Government, authorise that 
the following further amendment shall be made to Notifcation No. ESS .COMM / 
IRON & STEEL - 4 , 5 , 7 , 16 , 18 , 19 , 20 and 27 / 1 dated the 29th February 1964 
published in the Gazette of India Part II , Section 3 Sub - section ( 1 ) dated the 1st 
March 1984 : 

In the Schedule I annexed to the sald Notification delete : 
(1 ) Pig Iron including Ingot moulds and bottom plate. 

( Sd .) NAQENDRA BAHADUR , 

Iron and Steel Controller ." 


[No. SC ( C )-2 (24) /64,] 
N . N . WANCHOO , Secy , 


- 


- 


- - 


- 


- 


- - 


- - - - 


- - 


- 


- 


- - 


- - 


- - - 


- 


- - 


- - 


- 


- 


PROXTYD IN INDIA BY THE GENERAL MANAGER , COVERMMENT OF INDIA PREBS , 
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